Citation 181537 Jv:     In   the  area of   the  grinder  and  wrench   a
squirrel  type   fan was  connected  to  a motor  by a V belt.     The V belt was
not   guarded.     This  condition  could  probably  result   in an  injury (Tr.  16,
17,   18,   P-3).

Citation  181538 Jz':     There were no  telephone  numbers   posted
anywhere  on  the  property.     There was a  telephone in  the  scale house
(Tr.   18-20,  P-4).     The  office  was  accessible   to  all  employees   (Tr.   19-20).

Citation  181542 Jy ;     A person working  the  electrical  control
switch would  stand on wet   ground,     There  was   no insulation mat,   wooden
platform,   or  anything  to  stand   on  while  using   the main control   switch box.
The  switch was   in  daily use.     The operator  should have been  aware  of this
condition  (Tr.  20-22,  P~5).    Possible burns   in  the hands  and  feet  are
hazards here  (Tr.   21).

Citation  181551 A' :    An old  crane boom,   extended  partially across
the  roadway,   was  elevated  at   a 45 degree  angle.     The  cables were  rusty and
weeds  had  grown  in  the  area  (Tr.   22,   23,   P-6) .     Trucks   and  people  pass  this
area.

Citation  181552 2J \     The main office  was   not   posted designating
it   as  the office (Tr.  24,  P-7).

J3/     56,14-1     Mandatory.     Gears;  sprockets;   chains;  drive,  head,   tail,   and
takeup pulleys;   flywheels;   couplings;   shafts;   sawblades;   fan  inlets;
and   similar exposed  moving machine  parts  which may be contacted by
persons,   and which  may cause   injury to   persons,   shall  be  guarded,

4/    55.18-12    Mandatory.     Emergency telephone  numbers   shall be  posted  at
appropriate   telephones,

5/     56.12-20    Mandatory.     Dry wooden platforms,   insulating mats,  or
other electrically nonconductive material   shall  be kept  in place
at   all   switchboards   and   power-control  switches where  shock hazards
exist.   However,  metal   plates  on which a  person normally would  stand
and which  are  kept   at   the   same   potential   as   the  grounded, metal,
non-current-carrying  parts  of Che  power   switches  to be operated may
be  used.

6/    56,9-32    Mandatory.     Dippers,  buckets,   scraper  blades,   and  similar
~      movable  parts  shall  be   secured  or  lowered   to   the  ground when not   in
use.

7/    Section  109(a) of the Act   provides,   in part,   as   follows;

Sec.   109(a).     At   each  coal  or  other mine   there  shall be
maintained   an  office  with   a conspicuous   sign   designating
it   as   the  office   of  such mine. ,
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